Terwilliger Fire 

Operational Maintenance Level/SBS 
October 15, 2018 


ROAD MAINTENANCE LEVEL 

Unburned/Very Low SBS 

Low SBS 

Moderate SBS 

High SBS 

Grand Total 

1 - BASIC CUSTODIAL CARE (CLOSED) 

3.15 

4.72 

0.57 

0 

8.44 

2 - HIGH CLEARANCE VEHICLES 

15.82 

8.5 

0.37 

0.57 

25.26 

3 - SUITABLE FOR PASSENGER CARS 

1.24 

1.11 

0 

0 

2.35 

4 - MODERATE DEGREE OF USER COMFORT 

0.2 

0.1 

0 

0 

0.3 

5 - HIGH DEGREE OF USER COMFORT 

6.98 

3.04 

0.01 

0 

10.03 

PRIVATE 

0.01 

0.07 

0.04 

0 

0.12 

Grand Total 

27.4 

17.54 

0.99 

0.57 

46.5 















